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ShopNotes Cutting Diagram 

Plunge Router 

Mortising Jig 


%" PLYWOOD - 46" x 48“ 



NOTE: A SMALL PIECE 
OF '/V-HARD&OARD WILL BE 
/ NEEDED FOR ITEMS©©© 


I / 
1 / 


1 / / 

/ 

Mater/a/s 

/ ,/ 

A Sottom CO 

16 x 12 - 3 4 Plywood 

( / 

B Top CO 

12 x 12 - 3 / 4 Plywood 

/ 

C Sides (2) 

3x12- 3/ 4 Plywood 

/ 

/ 

D Router Plate (1) 

16x17 - 3/j. Plywood 

E Router Plate Guide Strip (1) 

1 x 9 - V4 Fiardboard 

1 

F Stops (2) 

4V4 x 4V2 - V4 Fiardboard 


G Fixed Plate (1) 

12x12- 3/4 Plywood 


H Sliding Plate (1) 

12x12- 3/4 Plywood 


1 Sliding Plate Guide Strip (1) 

1x12 - V4 Fiardboard 
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